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expected with illuminating gas tested under ordinary conditions.
Much larger errors may creep in unless care is taken.

The determination of candle power has largely lost its signifi-
cance as a criterion for municipal gas supplies, since from 75
to 90 per cent, of the gas sold is used for heating, or in Welsbach
burners, where the heat value is a much better criterion. The
international Photometric Commission in 1911 passes the follow-
ing resolution.1

" The International Photometric Commission is, after consideration of the
present uses of illuminating gas, of the opinion that the illuminating value
of gas flame has lost its significance and that the determination of the teat-
ing value should replace the determination of candle power as the most
important criterion of its value "

1 Jour fiir Gaabd , 1911, 1002